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12 

ORIGIN OC-06 

INFO OCT-01 CCO-OO SY-04 ISO-OO /Oil R 


DRAFTED BY A/OC-M:JSWAFFORD LP 

APPROVED BY A/OC:WENAEHER 

A/OC-W:KFORREST 

A/OC-NE A : GGENDRON 

OC/PE:CGSHAW 

A/SY/T:JPERDEN (SUBS) 

030741 


R 262059Z P 74 
FM SECSTATE WASHDC 
TO AMEMBASSY BEIRUT 
INFO AMEMBASSY ATHENS 
AMCONSUL FRANKFURT 


CONFIDENTIAL STATE 212660 


E.O. 11652: GDS 
TAGS: ACOM, ASEC 

SUBJECT: TECHNICAL SURVEILLANCE HAZARD - ATHENS 


REF: ATHENS 6926 , ATHENS FOR TSO 
BEIRUT FOR RCO 


1. REQUEST THAT OC BE PROVIDED BY OM DETAILS ON INITIAL 
FIELD INSTALLATION OF COR RELAY IN DM-76 AT ATHENS. 


2. CONCERN HERE THAT DM-76 MAY HAVE BEEN TAMPERED WITH - 
OR RCO TECHNICIAN GIVEN INSTRUCTIONS AT POST TO JUMPER 
MICROPHONE HOOKSWITCH. 


3. DIFFICULT HERE TO UNDERSTAND WHY COR WAS NOT CORRECTLY 
INSTALLED INITIALLY WHEN COR INSTRUCTIONS WERE PROVIDED 
AND WHY SOMEONE COMPOUNDED THE FELONY BY WIRING AROUND THE 
MICROPHONE SWITCH. 


4. FOR ATHENS: APPRECIATE YOUR ASSISTANCE IN CORRECTING 
CONFIDENTIAL 

CONFIDENTIAL 
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THE TECHNICAL DIFFICULTY. KISSINGER 


CONFIDENTIAL 


NNN 


*** Current Handling Restrictions *** n/a 
*** Current Classification *** CONFIDENTIAL 
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